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Véribat ® DIAGNOSTICS &CONTROLES IMMOBILIERS 


EXPIRED TRADEMARK - INPI (France) 


210 Serial number 220 Application date 
3192451 October 29, 2002 

111 Registration number 450 Publication date 
3192451 December 13, 2002 

551 Kind of mark 151 Registration date 
Individual September 26, 2003 

550 Type of mark 180 Expiry date 
Combined October 29, 2012 

511 Nice classification - NCL 

35 


540 Reproduction of the mark 


541 Reproduction of the mark where the mark is represented in standard characters 
Véribat ® DIAGNOSTICS &CONTROLES IMMOBILIERS 


NAMES AND ADDRESSES 
730 NAME AND ADDRESS OF THE APPLICANT OR THE HOLDER 740 NAME AND ADDRESS OF THE REPRESENTATIVE 
Name - Name 
CAMINATI Thierry Mr CAMINATI Thierry 
Address - Address 
6 Avenue de la République, 6 Av. de la République, 
39300 CHAMPAGNOLE 39300 CHAMPAGNOLE 
39300 39300 
Country - Country 
France France 
CLASSIFICATION 


511 THE INTERNATIONAL CLASSIFICATION OF GOODS AND SERVICES FOR THE PURPOSES OF THE REGISTRATION OF MARKS (NICE 


CLASSIFICATION) AND/OR LIST OF GOODS AND/OR SERVICES CLASSIFIED ACCORDING THERETO 


35 
- conseil en organisation et direction des affaires 


531 INTERNATIONAL CLASSIFICATION OF THE FIGURATIVE ELEMENTS OF MARKS (VIENNA CLASSIFICATION)- VCL 


26.04.16 
Quadrilaterals containing other figurative elements 
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DE LA PROPRIÉTÉ 
INDUSTRIELLE 


ORGANIZATION 


IP OFFICE - INPI (France) 


Official status 
Marque expirée 

Status date 
September 26, 2003 

Country of filing 
France 


Disclaimer: Global Brand Database does not ensure the correctness nor the completeness of the information. 


FURTHER INFORMATION 


250 Place of filing 

INPI PARIS 

270 Application language 
fr 
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